On the basis of the study made in the preceding
chapters the following conclusions may be drawn.
There was no single definition to distinguish a healthy
from a sick unit as different agencies like the State Bank of
India, the Central Small Industry Development Organisation,
Government of India, Term-lending institutions and the Reserve
Bank of India highlighted different symptoms to identify a
sick unit. As such there was need for a standard definition
so as to diagnose the state of health of a unit under study.
Small-scale industrial units registered steady progress
during the period under review. From 1973-74 onwards their
number increased by 3.2 times upto 1981-82. Similarly, the
value of output and number of persons employed in the sector
rose by 5.91 and 1.82 times respectively. Exports from the
sector increased by 3.13. As against this at the national level,
the growth in Andhra Pradesh was 1.5 times from 1976-71 to
1980-81 in terms of the number of units, investment and
employment in them.
Since independence Government of India had emphasized
the important role assigned to the small-scale sector. However,
the percentage of allocations for this sector to total outlay in
the plan periods ranged between 0.29 and 3.40. Thus, in reality
much importance was not attached to the sector except for the
establishment of different agencies for the promotion and
development of small-scale units.